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All redactions on this page are pursuant to (b)(6) & (b)(7)(c) 


Site: 001 

G A AQUARIUM INC 

Inspection 

Type: PRELICENSE INSPECTION #1 
Date: JUL-14-2005 


No non-compliant items identified on inspection today. 


Applicant is to send this report and a check made out to USDA in the amount of $75 for initial annual type-C license fee. This 
fee is based upon 6-25 USDA regulated animals on exhibit. Please mail fees to; 

USDA, APHIS. AC 

920 Main Campus Drive, Suite 200 

Raleigh, NC 27606 


Prepared By: 

AMY BARTHOLOMEW, D V M , USDA, APHIS, Animal Care 
Title: Inspector ID: 1051 

By: 


Date: 

JUL-14-2005 


Title: 
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